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Base compiled from following 1:24,000 scale 
Th minute quadrangle maps of the U.S. 
Geological Survey: Huntington, N.Y., 1954, 
Greenlawn, N.Y., 1954, Central Islip, N.Y., 
1956, and Patchogue. N.Y., 1956 


EXPLANATION 


1300 

Bedrock contour 
Shows altitude of bedrock surface. 
Contour interval, 100 feet. Datum 
is mean sea level. (Control based 
largely on data outside area.) 
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Structure contour 

Shows altitude on top of Lloyd Sand 
Member. Contour interval, 100 feet. 
Datum is mean sea level. (Control 
based largely on data outside area.) 


Well that penetrates the 
Lloyd aquifer and bedrock 
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MAP OF MID-ISLAND AREA SHOWING CONTOURS ON THE SURFACE OF THE BEDROCK AND ON THE SURFACE OF THE LLOYD SAND MEMBER OF THE RARITAN FORMATION 


